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On 1 May the T'ao Mei Hospital in Ch'ang T'i (k& sf ) in the Canton area 
was to be formally opened as the Canton Workers! Hospital, under the control 
and management of the Chinese Communist General Labor Union. CHANG Ting—mou 
( bh '€ BR) is the superintendant. The hospital was formerly under French 
ownership > 
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